
IIH1I1IIII1I 

*2061034744" 


SURGEON GENERAL'S WARNING: Cigarette 
Smoke Contains Carbon Monoxide. 


Lights Menthol 10 mg "tar;' 0.8 mg nicotine: 100's 8 
kings 11 mg ''tar;' 0.9 mg nicotine- Medium: kings 
12 mg “tar." 08 mg nicotine; 100's 13 mg 
tar '! 0 mg nicotine - Regular 
16 mg"tar;' 1.2 mg nicotine a» 
per cigarette by FTC method 
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